From: Ken Boneau 

Sent: Tuesday, November 16, 2010 10:25 AM 
To: bcadden@neccrx.com 

Subject: RE: 

This is what they wrote; 

Since we are using this in the eye we need to be sure of stabiiity and steriiity. Any info on steriiity? 


From: Barry Cadden 

Sent: Tuesday, November 16, 2010 10:24 AM 
To: Ken Boneau 

Subject: 

Vanco testing? Why? What's the issue? We do not test every lot of this product.. .we turn them over too quickly + 
nothing will grow in vancomycin 
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